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The following statements were made on the latest enlargements 
of the Iron and steel plant in ZHDANOV (MARIUPOL), Ukrainian 
SSR: 


25X1 A 


The construction of an additional rolling mill was sched- 
uled for- 194? and surveys were made. A German AEG type 
blast furnace was installed. A filter installation with 
pump station, canal, and connection tunnel was constructed 
for the water supply. All war damages were repaired. 


a. This report is forwarded as it contains late information 
on additional constructions in 1949. 


J).. It cannot be determined whether the constructions of 
the open-hearth plant and the alleged rolling mill are iden- 
tical^. It is also of importance to know whether the 

German blast furnace being installed is the f oV-TVth. ot* an 
additional (fifth/ bl&afc furnace. 












